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FIGURE 1 : SIX TASKS FITTING TOOLS INTO RICETTACLES 



constraint over positioning the tool In the workplace receptacle. shown for each of the transnlsslon delays. Hanipulatloi 
Manipulation time includes transport to the workplace, positioning, Includes transport to the workplace, positioning, and 
and Inserting the tool In the receptacle. inserting the tool In the receptacle. 
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